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INFO OCT-01 EUR- 1 2 ISO-OO /018W 

090825 302329Z/64 

R 301757Z JAN 78 
FM AMEMBASSY MADRID 
TO AMCONSUL CASABLANCA 
INFO SECSTATE WASHDC 3288 
AMCONSUL FRANKFURT 

CONFIDENTIAL MADRID 01081 

CASABLANCA FOR OIC/RTC 
DEPARTMENT FOR A/SY/OPS/T 
FRANKFURT FOR RSS 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: ACOUSTICAL CONFERENCE ROOM 

1 . THE ELECTRICAL WIRING IN THE ACR NEEDS CHECKING 
AS THERE SEEMS TO BE A SHORT WHICH KEEPS BLOWING 
FUSES. THE FUSES WHICH WERE FOUND IN THE ELECTRICAL 
BOX WHICH CONTROLS POWER FOR THE ACR SEEM TO BE 
UNUSUALLY LARGE FOR THEIR INTENDED TASK: IN ADDITION. 

HEAVY COPPER WIRE WAS CONNECTED TO THE FUSE COUPLERS 
INCREASING THEIR POTENCY. THIS ALL APPEARS TO ADD UP 
TO A SERIOUS FIRE HAZARD. EMBASSY OFFICERS DO NOT 
NOW USE THE ACR BECAUSE OF THE UNRELIABILITY OF THE 
ELECTRICAL CURRENT. 

2. YOUR EARLIEST ATTENTION TO THIS. AND OTHER PROBLEMS 
OF TECHNICAL NATURE AT POST. WOULD BE APPRECIATED. 

STABLER 

CONFIDENTIAL 
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